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tube g is then connected with a small tube which is
filled with water or mercury, and the gas standing
over the hot liquid in O is driven over into a eudi-
ometer, gas burette, or gasometer by blowing into the
tube x and opening the pinchcock g.

. 10.

F. Hoppe-Seylerl has devised a somewhat more
complicated apparatus for extracting the absorbed
gases from the waters of springs and rivers. It is a
modification of the method proposed by Bunsen and
Dittmar. The apparatus shown in Fig. 10 varies
slightly from that suggested by Hoppe-Seyler in that
1 Zeitschr. /. analyt. Chem. 31, 307.